To:  Myers,  Craig[Myers. Craig@epa.gov];  james.pringle@noaa. govOames.pringle@noaa.gov] 

From:  Hoecker,  Terry 

Sent:  Tue  8/1 1/2015  4:26:25  PM 

Subject:  weather  station  contacts 


Jim  Pringle:  Craig  Myers  is  the  EPA  incident  commander  for  the  Gold  King  Mine  Blowout 
incident  and  would  like  some  information  re: 

TheEWARN  please  contact  him  at  myers.craig@epa.gov  or  303-312-7067 


Craig:  be  advised  the  weather  station  contact  at  the  Durango  La  Plata  County  airport  is  David 
Miller  970-799-2808 


Jim  Pringle’s  contact  number:  (970)  256-9463  OPS  24x7 


R, 


Terry  Hoecker 
City  of  Durango 
970-759-4312 
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